City Of Somerville, Massachusetts 
Law Department 



February 29, 2012 



MuckRock News 
DEPT MR 653 
PO Box 55819 
Boston, MA 02205-5819 

Re: Your request for information regarding Building Permits issued for Teele Square 
Fire Station Renovations 

Dear Sir/Madam: 

The Inspectional Services office has received repeated emails asking for a 
response to the above-referenced request. Please be advised that our office responded to 
your request informing you that the Inspectional Services Department does not have any 
such building permits or plans on file for the Teele Square Fire Station. I have enclosed a 
copy of emails for your reference. 

Thank you for your attention to this matter. 



Somerville City Hall • 93 Highland Avenue • Somerville. Massachusetts 02143 
(617) 625-6600. ext. 4400 • tty: (617) 666-0001 • fax: (617) 776-8847 

somervillema.gov: E-mail: Law@somervillema.gov 



Sincerely, 




Susan Tkaczuk 
Paralegal 



Susan Tkaczuk 



From: Frank Wright 

Sent: Monday, January 09, 2012 9:07 AM 

To: '653-34204542@requests.muckrock.com' 

Cc: Kelly Como; Susan Tkaczuk; Edward Nuzzo; Paul Nonni 

Subject: RE: Follow up to Freedom of Information Request: Building Permits issuedfor Teele Square Fire 
Station Renovations 

This request has previously been responded to. See emails below. 



From: Frank Wright 

Sent: Tuesday, November 29, 2011 9:42 AM 
To: '653-34204542@requests.muckrock.com' 
Cc: Kelly Como; Susan Tkaczuk; Edward Nuzzo; Paul Nonni 

Subject: FW: Follow up to Freedom of Information Request: Building Permits issuedfor Teele Square Fire 
Station Renovations 

Please see email below. Frank 



From: Frank Wright 

Sent: Wednesday, November 16, 2011 4:45 PM 
To: '653-34204542@requests.muckrock.com' 
Cc: Kelly Como; Edward Nuzzo; Paul Nonni 

Subject: RE: Follow up to Freedom of Information Request: Building Permits issuedfor Teele Square Fire 
Station Renovations 



In response to the below request for a full copy of any and all Building permits issued for 
renovations, alterations, construction and significant (not routine) maintenance for: 
Engine 6 Teele Square Fire Station, 6 Newbury Street, Somerville, MA 

I am informed that the Inspectiona! Services Department does not have any such building 
permits or plans on file for 6 Newbury Street, Somerville. 



Francis X. Wright, Jr. 
City Solicitor 
City of Somerville 
93 Highland Avenue 
Somerville, MA 02143 




This message and any attached documents contain information which may be confidential, subject to privilege or 
exempt from disclosure under applicable law. These materials are intended only for the use of the intended 
recipient. If you are not the intended recipient of this transmission, you are hereby notified that any distribution, 
disclosure, printing, copying, storage, modification or She taking of any action in reliance upon this transmission is 
strictly prohibited. Delivery of this message to any person other than the intended recipient shall not compromise or 
waive such confidentiality, privilege or exemption from disclosure as to this communication. Tf you have received 



2/27/2012 



